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MR. Scpo&y Mrteter vf Central Intelligence 
UliJlCT j Inspector General Cable# 



1. ISaio mNacrandtaa contains recoaeiieaciatlons for asgaro v al In para- 

grapti 

2 . KXBAT I I Is a cable Indicator Identifying sensitive Inspector 

General cable traffic and providing privacy of ccansamic at ions for those 
Inspector Qenerai functions that oust be conducted oa a highly confiden- 
tial battle. Tim Indicator vaa established by agreement between the 
Inspector General and the Cable Secretary la Itoy 1955. Under existing 
Cable Secretariat procedures, the only Sead^uarters Retribution that is 
made of a MBAS I ] cable is to the Inspector General. The indicator 

is not identified in say Agency regulatory Issuance; hence, its iaporfc 

Is no t generally known among field stations and bases. 

3* I believe that Agency regulations and Office of Communications 
and Cable Secretariat operating procedures should be revised as necessary 
to asaosaDdatc Inspector Gamer al cable traffic of these three degrees of 

sensitivity: 

«. a nraosensltlve cable. If intended for a traveling inspector, 
he would receive it through the chief of station oar base. If origi- 
nated by a traveling inspector, it would be released by the chief of 
station car bam:. The cable would receive a normal d U as ndn atlon at 
headquarters see in the field, based upon message content. 

b. A noimi. KXB/0P cable. fists would concern a sensitive situa- 
tion of which tbs chief of station or base is witting. It would be 
processed as in 3. a., except that it would receive a normal MMT 
dissemination at aeedquarters m od in the field. 

a. A KXBAf I I cable, this would seneera a particularly 
sensitive Inspector General matter, knowledge of which should be 
closely held. At Headquart ers, the initial distribution of both 
incoming and outgoing RIBA® I I cables will be limited tc the 

Inspector General sad the Iffi/P. fise Inspector General, In coerdi- 
nation with the dd/p, will be responsible for adding appropriate 
Ssadyuertere addressees. A HIBAT i i cable addressed to a 
traveling inspector will be received by Mm from the field eomau- 
nicator on an MOE QMGT basis* The text win specify whether the 
cable is or is sot to be discussed with COS/ COB. Tr avel log 
inspectors are. authorised to originate MESS’ I I cable* and to 
release them to the field orwawmlcator for transmission. Tim 
text win. specify whether the cable has or has not bean discussed 
with the Oies/ODB. The field cosatunleatcr will follow the instruc- 
tions of the traveling inspector regarding distri bution and filing 
or archiving of both ineosdZM? and outgoing HXBAT I l eahlcs. 
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Inspector General Gables 


4, In m*et cases, traveling Inspector General per scnnel can aaa 
will originate ana receive cables through the chief of station or base, 
jfcvtivar, emparlance of recent noaths 3ms &«maM%taA*3L that. In cases of 
sensitive Matters involving the chief of station or base or Involving 
another statics or base, there la need for as approved and recognised, 
procedure enabling the traveling inspector to originate am to receive 
cables on as SSfi&S OKLY basis in the field. 

b . It is ther efore cascaded that : 

a. Tae Deputy Director for Support, is consultation with the 
Inspector General and the Deputy Streeter for liana, hare Agency 
regulations revised m necessary to authorize privacy of Inspector 
General cable eaansmicat ions as outlined in paragraph- l.e., above. 

fe. ¥ht Deputy Director for Support have the Director of 
Coamnio at ions revise technical c rami nl ration* operating proce- 
dures as- necessary to conferes to these revisiaae ef Agency re^ila- 

tions* 

c. Cable Secretariat procedures be notified as- necessary to 
acee.aglish the cable distributions envisaged in paragraph 3» above, 
without waiting for revisions in Agency regulations. 
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'lie rseaaaende.t iersa contained in p a ra g r ap h 5 are approved: 
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1 - I ~| Chrono w/h OCL/fv C 1 
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DATE 


1*0: Colonel White 


ROOM NO. 


BUILDING 


REMARKS: 


Recommend your signature on the 
attached memos to the D/CO and the 
Cable Sec regarding IG Cables . 
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VRT 
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ROOM NO. 


BUILDING 


EXTENSION 
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